Work Order ID 77596 


Tuesday, December 
13, 2011 2:46:15 PM 


Item ID: 
D3782-043 


Revision ID: 


Item Name: 
Front Outboard Leg Assembly, 
LH 


Accept 
*77~qR* 
Page 1 


Setup 
Start *N~ 1* 


Stop *N~?* 


Process Plan: ------1'--- 
Date~~ 
Tooling: 


QC: ~~_. 
~ 
Date:~~~~ 
SPC (YIN): 


Start Date: 
12/13/2011 


Required 
Date: 1/5/2012 


Reference: 


Approvals: 


Start Qty: 
1.00 


Req'd Qty: 1.00 
*1 * 
*1 * 


Cust Item ID: 


Customer: 


Date: 


Date: 


Run 
Start 


Stop 
*NR1* 
*NR?* 


Sequence Inl 
Work Center ID 


~aw_Nbr 
_ 


Jm782 


100 
*1 ()()* 
Packaging 


Packaging 


Operation 
Description 


Revision Nbr 


RevB 


Pick Kit 


Memo 


Set Upl 
Run Hours 


0.00 


0.00 


ToolID 
Tool # 
Plan 
Code 
Accept 
Qty 
Reject 
Qty 
Reject 
Number 
Insp. 
Stamp 


110 
*11 ()* 
Small Fab 


Small Fab 


120 
*1 ?()* 
QC 


Quality Control 


Small Fab 


Memo 


I-assemble 
as per dwg D3782 


QC5- Inspect part completeness 
to step on W/0 


Memo 


0.00 


0.00 


0.00 


0.00 
--~- 


Dart Aerospace 
Ltd 


W/O: 
WORK ORDER CHANGES 
~ 


DATE 
STEP 
PROCEDURE 
CHANGE 
By 
Date 
Qty 
Approval 
Approval 
Chief Eng / 
Prod Mgr 
QC Inspector 


Part No: 
PAR #: 
_ 


Resolution: 
_ 


Fault Category: 
NCR: Yes 
No 
DQA: __ 


Disposition: 
QA: NlC Closed: 
_ 


Date: 
_ 


Date: 
_ 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 


Description 
of NC 
Corrective 
Action 
Section 
B 
Verification 
Approval 
Approval 
DATE 
STEP 
Sign & 
Section A 
Initial 
Action Description 
Section C 
Chief Eng 
QC Inspector 
Chief Eng 
Chief Eng 
Date 


NOTE: Date & initial all entries 


H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWO 
RevE 


. 
Work Order ID 77596 


Tuesday, December 
13,2011 
2:46:15 PM 


Item ID: 
03782-043 


Revision ID: 


Item Name: 
Front Outboard 
Leg Assembly, 
LH 


Accept 
*77!)qR* 


*NQnnn401nn* 


Page 2 


Setup 
Start *N~ 1* 


Stop 
*N~?* 


Start Date: 
12/13/2011 


Required 
Date: 
1/512012 


Reference: 


Start 
Qty: 
1.00 


Req'd 
Qty: 
1.00 
*1* 
*1* 


Cust Item ID: 


Customer: 


Approvals: 
Process Plan: ~ 
_ 


QC: 
_ 


Date: 


Date: 


Tooling: 


SPC (YIN): 


Date: 
_ 


Date: 
_ 


Run 
Start 


Stop 
*NR1 * 
*NR?* 


Sequence 
IDI 
Work Center 
ID 


130 
*1 ~rl* 
Packaging 


Packaging 


Operation 
Description 


Identify as per dwg & Stock 
Locationtf 
(A 


Memo 


Set Upl 
Run Hours 


0.00 


0.00 


ToolID 
Tool # 
Plan 
Code 
Accept 
Qty 
Reject 
Qty 
Reject 
Number 
Insp. 
Stamp 


140 
*1 Llrl* 
QC 


Quality Control 


QC21- Final Inspection 
- Work Order Release 


Memo 


0.00 


0.00 
tl)-;r)ddt 


J/IfIP 
II / /) - ~ I 


Dart Aerospace Ltd 


W/O: 
WORK ORDER CHANGES 
. 


Qty 
Approval 
Approval 
DATE 
STEP 
PROCEDURE 
CHANGE 
By 
Date 
Chief Eng / 
Prod Mgr 
QC Inspector 


Part No: 
PAR #: 
_ 


Resolution: 
_ 


Fault Category: 
_ 


Disposition: 
_ 


NCR: Yes 
No 
DQA: __ 


QA: NlC Closed: 
_ 


Date: 
_ 


Date: 
_ 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 


Description 
of NC 
Corrective 
Action 
Section 
B 
Verification 
Approval 
Approval 
DATE 
STEP 
Sign & 
Section A 
Initial 
Action Description 
Section C 
Chief Eng 
QC Inspector 
Chief Eng 
Chief Eng 
Date 


-- 


NOTE: Date & initial all entries 


H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWO 
RevE 


Work Order 
lD: 
77596 


Parent 
Item Name: 
Front Outboard 
Leg Assembly, LH 


Pieklist Print 


Tuesday, December 
13, 2011 
2:46:20 PM 


Parent 
Item: 
03782-043 
*77~~R* 
*n~7R?-n4~* 
Start 
Date: 
12/13/20 II 


Start 
Qty: 
1.00 


Page I 
---- 
?f 


Required 
Date: 
1/5/2012 


Required 
Qty: 
1.00 


Comments: 
IPP Rev:A 
08-05-19 
new issue 
DO verified by:ec 
IPP Rev:B 
08-06-17 
rev.A as per dwg 
DO 
verified by:EC 
IPP Rev:C 
10.02.22 
revB as per dwg DO verified by:EC 


Component 
Item ID/ 
Item Name 
Replacement 
Mfg/ 
Item ID 
Purch 


Bin 
Primary 
Item 
Location 
Last 
Location 
Route 
Seq lD 
Unit of 
Qtyon 
Qty per Kit 
Total 
Measure 
Hand 
Qty 
Qty 
Issued 
Date 
Status 
Issued 


/ 
Location 
~ 


ST251 
11 


54338 
11 


03787-1 
Manufactured 
No 
110 
Each 
*n~7R7-1* 
Foot 
Location 
~ 


ST249A 
16 


68367 
16 


D3762-041 
Manufactured 
No 
110 
Each 
*n~7R?-n41 * 
Front Leg Fitting Assembly 
Location 
~ 


ST243 
5 
62476 
1 
63337 
4 


*n~7RR-~* 
Front Outboard Leg, LH 


D3768-3 
Manufactured 
No 
110 
Each 
11.0000 
** 


Loc Code 


16.0000 
1 
. 
** 


Loc Code 


5.0000 
** 


Loc Code 


Dart Aerospace Ltd 


W/O: 
WORK ORDER CHANGES 
. 


DATE 
STEP 
PROCEDURE 
CHANGE 
Qty 
Approval 
Approval 
By 
Date 
Chief Eng / 
Prod Mar 
ac Inspector 


Part No: 
PAR #: 
_ 


Resolution: 
_ 


Fault Category: 
_ 


Disposition: 
_ 


NCR: Yes 
No 
DQA: __ 


QA: NlC Closed: 
_ 


Date: 
_ 


Date: 
_ 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 


Description 
of NC 
Corrective 
Action 
Section 
B 
Verification 
Approval 
Approval 
DATE 
STEP 
Sign & 
Section A 
Initial 
Action Description 
Section C 
Chief Eng 
ac Inspector 
Chief Eng 
Chief Eng 
Date 


NOTE: Date & initial all entries 


H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWO 
RevE 


Page 2 


Required Date: 1/5/2012 


Required Qty: 1.00 


2 
** 


** 


Start Date: 
12/13/2011 


Start Qty: 1.00 


38.0000 
2 
** 


2,142.000 


0.0000 


LocCode 


LocCode 


*ANQRO.lnfi1 
R* 
1-- 
A,,/ 
CC1"" D 
Washer 
t1/ 
/ vI I uo<U'lY 


Picklist Print 


Tuesday, December 13,2011 
2:46:20 PM 


Work Order ID: 
77596 
*77F\QR* 
Parent Item: 
D3782-043 
*n~7R?-n4~* 
Parent Item Name: 
Front Outboard Leg Assembly, LH 


AN45-13A 
Purchased 
No 
110 
Each 
*AN4F\-1 ~A* 
EYE BOLT 
Location 
!&f...Q!y 


S1'362 
38 


115358 
18 


118757 
10 


118758 
10 


MS21042L5 
Purchased 
No 
110 
Each 
*I\A~? 104?1 F\* 
Nut 
Location 
!&f...Q!y 


S1'300 
2142 


116105 
5 


116548 
43 


117611 
52 


118179 
496 


118910 
46 


119109 
1500 


AN960JD516 
NASll49D0563J 
Purchased 
No 
110 
Each 


Tuesday, December 
13, 2011 2:46:20 PM 
Shop Packet Print 
Page 2 


Dart Aerospace 
Ltd 


W/O: 
WORK ORDER CHANGES 


DATE 
STEP 
PROCEDURE 
CHANGE 
Qty 
Approval 
Approval 
By 
Date 
Chief Eng / 
Prod Mgr 
QC Inspector 


Part No: 
PAR #: 
_ 


Resolution: 
_ 


Fault Category: 
NCR: Yes 
No 
DQA: __ 


Disposition: 
QA: NlC Closed: 
_ 


Date: 
_ 


Date: 
_ 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 


Description 
of NC 
Corrective 
Action 
Section B 
Verification 
Approval 
Approval 
DATE 
STEP 
Sign & 
Section A 
Initial 
Action Description 
SectionG 
Chief Eng 
QC Inspector 
Chief Eng 
Chief Eng 
Date 


NOTE: Date & initial all entries 


H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWO 
RevE 


o 


I 
. 
3 
4 
5 
8 
6 


ITEM NO. 
QTY. (-041) 
PART 
NUMBER 
DESCRIPTION 


1 
1 
03768-1 
FRONT 
INBOARD 
LEG 


2 
1 
03787-1 
FOOT 


3 
1 
.03762-041 
FRONT 
LEG FiniNG 
ASSY 


4 
1 
AN45-13A 
EYE BOLT 


0 
5 
1 
AN5-13A 
BOLT 


6 
2 
MS21042L5 
NUT 


7 
3 
NAS1149D0563J 
WASHER 
(AN960JD516) 


c 
SHOPU,; " 


RETURN'ill 


ENGINEl"';;: 
UNCONTROI.LLP( 
SUBJECTTn '\',L:"i(",;.,,' 


Vv'iTHUi, 
~T ::~ ~.i';l t 


NO~~~ 


R 
ELEAS ED 
2010 -02- 10jJ) 


c 


COPYRIGHT 
«:12008 
BY DART 
AEROSPACE 
LTD 


TMSClOCUM~I$PM' 
••.n;NIlJCOHFlDEl'IT'I.IollHOIS$VP"I)£OOHrHI!ExPflESSCON(lmO 
•• ~rlTll 


HOrfl)BBUSI<O'Oo'lNrlPURI'OSEOftCOl'lfDOll:lXNloOIIN1CATtCTO"'M"I'atHe~PfR&ONwrTlIOU1' 


IIRITTENPE.ANI$SrotlUOIoIDOJlTOERQSf'.ULTD 


A 


REV.S 


10.01.21 


SHEET 
1 OF4 


SCALE 
NTS 


HS 
08.06.04 


BY 
DATE 


DART AEROSPACE 
LTD 


HAWKESBURY, 
ONTARIO, 
CANADA 


DRAWING 
NO. 
03782 


LEG ASSEMBLY 


TITLE 


REVISE 
PIN NAS114900568J 
TO NAS1149D0563J 
ALL 
SHEETS, 
ZN 07 


A 
NEW ISSUE 


REV. 


DESIGN 


DRAWN 


CHECKED 


MFG. APPR. 


APPROVED 


DE APPR. 


DATE 
10.01.21 


03782-041 
FRONT INBOARD 
LEG ASSEMBLY 


NOTES: 
1) MATERIAL: 
N/A 
2) FINISH: 
N/A 
3) TOLERANCES: 
PER 
DART 
OSI 
018 
UNLESS 
OTHERWISE 
NOTED 
4) UNITS: 
INCHES 
UNLESS 
OTHERWISE 
NOTED 
5) BREAK 
SHARP 
EDGES: 
0.005 
TO 0.010 
MAX 
6) IDENTIFICATION: 
N/A 
7) WIEIGHT: 
0.42 
Ibs 
8) ITEM 
4 (AN45-13A 
EYE 
BOLT) 
INSTALLED 
AS 
SHOWN 
FOR 
D412-769-041 
AFT 
FACING 
SEAT, 
LH 
INSTALLED 
IN REVERSE 
FOR 
D412-769-042 
AFT 
FACING 
SEAT, 
RH 


A 


8 
6 
4 
3 


Dart Aerospace Ltd 


W/O: 
WORK ORDER CHANGES 


DATE 
STEP 
PROCEDURE 
CHANGE 
Qty 
Approval 
Approval 
By 
Date 
Chief Eng / 
Prod Mgr 
OC Inspector 


Part No: 
PAR #: 
_ 


Resolution: 
_ 


Fault Category: 
NCR: Yes 
No 
DQA: __ 


Disposition: 
QA: NlC Closed: 
_ 


Date: 
_ 


Date: 
_ 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 


Description 
of NC 
Corrective 
Action 
Section 
B 
Verification 
Approval 
Approval 
DATE 
STEP 
Sign & 
Section A 
Initial 
Action Description 
Section 'C 
Chief Eng 
OC Inspector 
Chief Eng 
Chief Eng 
Date. 


NOTE: Date & initial all entries 


H:\fFORMS\Ouality 
Assurance\approved 
OA\NCRWO 
RevE 


D 


ITEM NO. 


1 


2 


3 


4 


5 


6 


8 


QTY. (-043) 
1 
1 
1 


2 


2 


2 


7 


PART NUMBER 


D3768-3 


D3787-1 


D3762-041 


AN4S-13A 


MS21042LS 


NAS1149DOS63J 


6 


DESCRIPTION 


FRONT 
OUTBOARD 
LEG, LH 


FOOT 


FRONT 
LEG FITTING 
ASSY 


EYE BOLT 


NUT 


WASHER 
(AN960JDS16) 


5 
3 


D 


c 
c 


R 
tllEASED 


20~ 
10 


COPYRlGHT 
€I2OG8 
BY DART 
AEROSPACE 
L TO 
nosOOC.....rxTI5_rEAJ<llCOM'E/EHtlO~.o.I'OI$.~DOI'ITlEE;Q'IlEiSCOt<llmO~T>lOrlTlS 


NOTroUV$U1'Oft~N'/f"URPOS;EORCOP1eOO~COtMoIUMCATEDTOAIttOTl<E~PEJt3OOl\MT1olCUT 


~P£RMSSION~~Ot.lD>\RTAeIlOSl'AcELro 


A 


REV. 
B 


SHEET 
2 OF 4 


SCALE 


NTS 


DART AEROSPACE 
LTD 


HAWKESBURY, 
ONTARIO, 
CANAOA 


ORAWING 
NO. 
D3782 


TITLE 
LEG ASSEMBLY 


DESIGN 


DRAWN 


CHECKED 


MFG. APPR. 


APPROVED 


DE APPR. 


DATE 
10.01.21 


NOTES: 
1) MATERIAL: 
N/A 
2) FINISH: 
N/A 
3) TOLERANCES: 
PER 
DART 
aSI 
018 UNLESS 
OTHERWISE 
NOTED 
4) UNITS: 
INCHES 
UNLESS 
OTHERWISE 
NOTED 
5) BREAK 
SHARP 
EDGES: 
0.005 
TO 0010 
MAX 
6) IDENTIFICATION: 
N/A 
7) WIEIGHT: 
0.42 
Ibs 


A 


8 
5 
3 
2 


~- 


Dart Aerospace 
Ltd 


W/O: 
WORK ORDER CHANGES 
. 


DATE 
STEP 
PROCEDURE 
CHANGE 
Qty 
Approval 
Approval 
By 
Date 
Chief Eng / 
Prod Mgr 
QC Inspector 


Part No: 
PAR #: 
_ 


Resolution: 
_ 


Fault Category: 
_ 


Disposition: 
_ 


NCR: Yes No 
DQA: __ 
Date: 
_ 


QA: NlC Closed: 
Date: 
_ 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 


Description 
of NC 
Corrective 
Action 
Section 
B 
Verification 
Approval 
Approval 
DATE 
STEP 
Sign & 
Section A 
Initial 
Action Description 
Section C 
Chief Eng 
QC Inspector 
Chief Eng 
Chief Eng 
Date 


NOTE: Date & initial all entries 


H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWO 
RavE 


D 


c 


ITEM NO. 


1 


2 


3 


4 


5 
6 


8 


OTY. (-044) 


1 


1 


1 


2 


2 


2 


PART NUMBER 


03768-4 


03787-1 


03762-041 


AN4S-13A 


MS21042LS 


NAS1149DOS63J 


6 


DESCRIPTION 


FRONT 
OUTBOARD 
LEG, RH 


FOOT 


FRONT 
LEG FiniNG 
ASSY 


EYE BOLT 


NUT 


WASHER 
(AN960JD516) 


5 
t 


3 


o 


c 


o 


03782 •••• 
FRONT OUTBOARD 
LEG ASSY, RH ~ 
R 
ELEAsen 
2010 -02-rl 0 U 
.h~ 


COPYRIGHT 
\02008 
BY DART 
AEROSPACE 
LTO 
n<I~OOCU_IS 
"'lIVATlOAHDCONFIlIENllAlANDIS 
al.l'pcll!OOOITltI; 
l':'CPllnSCONO!T1OH1AAlITIS 


HOTTOI£USEll~()IlAHrI'l.OlPOiSEllRCOI'II!OOllCOl.lYUI<ltATEDTOA""OT~UP~F!SOI'l'MTHOUt 


WR~NPEllU<S!OON 
nQN C1A~T"UO$PAct~TO 


SHEET 
3 OF 4 


SCALE 
NTS 


A 
NOTES: 
1) MATERIAL: 
NIA 
2) FINISH: 
NIA 
3) TOLERANCES: 
PER 
DART 
aSI 
018 
UNLESS 
OTHERWISE 
NOTED 
4) UNITS: 
INCHES 
UNLESS 
OTHERWISE 
NOTED 
5) BREAK 
SHARP 
EDGES: 
0.005 
TO 0.010 
MAX 
6) IDENTIFICATION: 
NIA 
7) WEIGHT: 
0.42 
Ibs 


8 
6 
5 
3 


DESIGN 


DRAWN 


CHECKED 


MFG. APPR. 


APPROVED 


DE APPR. 


DATE 
10,01,21 


DART AEROSPACE 
LTD 


HAWKESBURY, 
ONTARIO, 
CANADA 


DRAWING 
NO. 
D3782 


TITLE 
LEG ASSEMBLY 


REV. B 


A 


Dart Aerospace 
Ltd 


W/O: 
WORK ORDER CHANGES 
. 
Approval 
Approval 
DATE 
STEP 
PROCEDURE 
CHANGE 
By 
Date 
Qty 
Chief Eng / 
Prod Mgr 
QC Inspector 


Part No: 
PAR #: 
_ 


Resolution: 
_ 


Fault Category: 
NCR: Yes No 
DQA: __ 


Disposition: 
QA: NlC Closed: 
_ 


Date: 
_ 


Date: 
_ 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 


Description 
of NC 
Corrective 
Action 
Section 
8 
Verification 
Approval 
Approval 
DATE 
STEP 
Sign & 
Section A 
Initial 
Action Description 
Section C 
Chief Eng 
QC Inspector 
Chief Eng 
Chief Eng 
Date 


NOTE: Date & initial all entries 


H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWO 
RevE 


3 


D 


B 


c 
t,~ 
@ 
1 


4 


0-/ 
G 


._----- 


8 
6 
5 


ITEM NO. 
QTY. (-045) 
PART NUMBER 
DESCRIPTION 


1 
1 
03772-1 
BACK 
LEG 


2 
1 
03787-1 
FOOT 


3 
1 
03764-1 
BACK 
LEG FITTING 


4 
1 
03773-041 
HEAD 
REST ADAPTER 
ASSY 


0 
5 
1 
03786-1 
SLEEVE 


6 
1 
AN5-15A 
BOLT 


7 
1 
AN5-17A 
BOLT 


8 
1 
AN45-15A 
EYE BOLT 


9 
2 
AN4-15A 
BOLT 


10 
2 
MS21042L4 
NUT 


11 
3 
MS21042L5 
NUT 


12 
4 
NAS1149D0463J 
WASHER 
(AN960JD416) 


13 
5 
NAS1149D0563J 
WASHER 
(AN960JD516) 
&, 


c 


A 


REV. B 


SHEET 4 OF 4 


SCALE 


NTS 


TITLE 
LEG ASSEMBLY 


R 
ELEAsEn 


2010-02- 1 0fB 
~ 
DART AEROSPACE 
LTD 
HAWKESBURY, 
ONTARIO, CANADA 


DRAWING NO. 
D3782 


DESIGN 


DRAWN 


CHECKED 


MFG. APPR. 


APPROVED 


DE APPR. 


DATE 
10.01.21 


03782-045 
BACK LEG ASSY 


NOTES: 
1) MATERIAL: 
N/A 
2) FINISH: 
N/A 
3) TOLERANCES: 
PER 
DART 
aSI 
018 
UNLESS 
OTHERWISE 
NOTED 
4) UNITS: 
INCHES 
UNLESS 
OTHERWISE 
NOTED 
5) BREAK 
SHARP 
EDGES: 
0.005 
TO 0.010 
MAX 
6) IDENTIFICATION: 
N/A 
7) WEIGHT: 
4.71 
Ibs 


A 


8 
4 
3 


Dart Aerospace 
Ltd 


W/O: 
WORK ORDER CHANGES 
. , 


DATE 
STEP 
Qty 
Approval 
Approval 
PROCEDURE 
CHANGE 
By 
Date 
Chief Eng / 
Prod Mar 
QC Inspector 


Part No: 
PAR #: 
_ 
Fault Category: 
_ 


Resolution: 
Disposition: 
_ 


NCR: Yes No 
DQA: __ 


QA: NlC Closed: 
_ 


Date: 
_ 


Date: 
_ 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 


Description 
of NC 
Corrective 
Action 
Section B 
Verification 
Approval 
Approval 
DATE 
STEP 
Sign & 
Section A 
Initial 
Action Description 
SectionG 
Chief Eng 
QC Inspector 
Chief Eng 
Chief Eng 
Date 


~\ 


- 


~ 


NOTE: Date & initial all entries 


H:\fFORMS\Quality 
Assurance\approvedQA\NCRWO 
RavE 


